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CAS Registry No: 37658-84-7 

CA IndexName: Prosta-5,13-dicn-1 -oic acid, 9,11,15- 
trihydroxy-, (5Z,9oc,lIa,13E,15R)- 
Synonyms: 1 5-epi Prostaglandin F 2« 

MF: C 20 II 34 O 5 

FW: 354.5 


Purity: >98% 

Stability: >1 year at -20°C 

Supplied as: A solution in methyl acetate 



Laboratory Procedures 

15(R)-Prostaglandin F, a {ISCRl-PGF^) is the C-l 5 epimer of the naturally occurring mammalian hormone PGF 2<I , 
which has the 15(S) configuration. For long term storage, we suggest that 15(R)-PGF 2ct be stored as supplied at - 
20°C. It will be stable for at least one year. 

^(Rl-PGFj^ is supplied as a solution in methyl acetate. To change the solvent, simply evaporate the methyl acetate 
under a gentle stream of nitrogen and immediately add the solvent of choice. Solvents such as ethanol, DMSO, and 
dimethyl formamide purged with an inert gas can be used. The solubility of lSfRy-PGF^ in these solvents is at least 
100 mg/ml. lS^-PGF^ is stable for at least six months in these solvents if stored at -20°C. 

Further dilutions of the stock solution into aqueous buffers or isotonic saline should be made prior to performing 
biological experiments. Ensure that the residual amount of organic solvent is insignificant, since organic solvents may 
have physiological effects at low concentrations. If an organic soivent-free aqueous solution of 15(R)-PGF 2a is 
needed, it can be prepared by evaporating the methyl acetate and directly dissolving the neat oil in aqueous buffers. 
The solubility of 15(R)-PGF 2a in PBS (pH 7.2) is about 10 mg/ml. To obtain higher aqueous concentrations, we 
suggest using basic buffers. Store aqueous solutions of 15 (R)-PGF 2q on ice and use within 12 hours of preparation. 
Although the aqueous solutions of 15(R)-PGF 2a may be stable for more than 12 hours, we strongly recommend using 
a fresh preparation each day. 

15(R)-PGF 2h has only 25% of the potency of PGF 3a in hamster antifertility studies. 1 This may be due to the near¬ 
loss of affinity to FP receptors. Compared to FGF 2c[ , 15(R)-PGF 2n bas a binding affinity of 6.7 % to ovine luteal cell 
receptors. 2 Similarly, the binding affinity to rat vascular smooth muscle cells is negligible as compared to PGF, a . 3 
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C.UITION 

For laboratory research use only. NoL Tor human or veterinary use. 

MATERIAL SAFETY DATA 

This material may or may not be liozondous. It should be considered hazardous until information to the contrary becomes available. Do not ingest, swallow, or inhale. Do not get In eyes, on 
skin, or on clothing'. Wash thoroughly tiller handling. This information contains some, but not all, of the information required for the safe and proper use of this materia). Before Use, the user 
must review the complc^y Material Safety Data Sheet, which has been sent under scpnruie coyer lo tlie MSD supervisor at your institution. 


Fax 

(734) 971-3640 

E-Mail 

cayman @ 
caymanchem.com 


WARRANTY AND LIMITATION OF REMEDY 

Cayman Chemical Company makes no Warranty of any kind, expressed or implied, including, but not limited to, the warranties of fitness for a particular purpose and merchantability, which 
extends beyond the description of the chemicals on the face hereof, except that the material will meet our specifications at the time of delivery. Buyer's exclusive remedy and Cayman Chemical 
Company’s sole Uahi!ity hereunder shall be limited to refund of tire pnrehase price of, or at Cnymoa Chemical Company's option die replacement of, all material that does not meet our 
specifications. Cayman Chemical Company shall not be liable otherwise or for incidental or consequential damages, including, but not limited to, the costs of handling. Said refund or 
replacement is conditioned on Buy cr giving written notice to Cayman Cliemicul Company within thirty (30) days niter nni vul of the material nt its destination. Failure of Buyer to give said 
notice within said thirty (30) days shall constitute a waiver by Buyer of oil claims hereunder with respect to said material. Copyright Cayman Chemical Company, 07/07/97 
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